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            Abstract
          
        

        
          본 논문에서는 수중운동체 동체의 외압이 가해질 때의 구조적 안정성을 평가하였다. 먼저, ASME BPVC Section VIII Division 1과 Division 2의 규정에 따른 동체 두께 값 및 보강재의 크기와 간격을 선정하고 이를 유한요소해석과 파괴역학을 이용하여 검토하였다. 이후 동일한 형상으로 제작하여 정수압시험기를 이용한 압력시험을 수행하여 구조 안정성을 분석하였다.

        

        
          
            초록
          
        

        
          This study evaluated the structural stability of an underwater vehicle body under external pressure. First, the body thickness and size and spacing of stiffeners were determined in accordance with ASME BPVC Section VIII Division 1 and Division 2, and these values were verified using static structural analysis and fracture mechanics. Subsequently, a body of the same configuration was fabricated, and a pressure test was conducted using a hydrostatic pressure tester to analyze its structural stability.
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